AMENDMENT NO. 3 JANUARY 2022 


TO 


IS 2548 (PART 2) : 1996 PLASTIC SEATS AND COVERS 
FOR WATER CLOSETS — SPECIFICATION 


PART 2 THERMOPLASTIC SEATS AND COVERS 


( Fifth Revision ) 


(Page 1, clause 2) — Substitute the following for the existing entries for 
IS 13360 (Part 3/Sec 10), IS 13360 (Part 3/Sec 11), IS 13360 (Part 5/Sec 1), 
IS 13360 (Part 5/Sec 2) and IS 13360 (Part 5/Sec 4) : 


‘IS No. 


13360 (Part 3/Sec 10) : 2016/ 
ISO 1183-1 : 2012 


13360 (Part 3/Sec 11) : 2016/ 
ISO 1183-2 : 2004 


13360 (Part 5/Sec 1) : 2018/ 
ISO 527-1 : 2012 


Title 


Plastics — Methods of testing: Part 3 
Physical and dimensional properties, 
Section 10 Determination of density 
of non-cellular plastics — Immersion 
method, liquid pyknometer method and 
titration method 


Plastics — Methods of testing: Part 3 
Physical and dimensional properties, 
Section 11 Determination of density of 
non-cellular plastics — Density gradient 
column method 

Plastics — Methods of testing: Part 5 
Mechanical properties, Section 1 
Determination of tensile properties — 
General Requirements (first revision) 


Price Group 1 
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IS No. Title 
13360 (Part 5/Sec 2) : 2017/ Plastics — Methods of testing: Part 5 
ISO 527-2 : 2012 Mechanical properties, Section 2 


Determination of tensile properties — Test 
conditions for moulding and extrusion 


plastics 
13360 (Part 5/Sec 4) : 2013/ Plastics — Methods of testing: Part 5 
ISO 180 : 2004 Mechanical properties, Section 4 


Determination of Izod impact strength’ 


[Page 1, clause 2] — Delete the existing entry for IS 4218 (Part 6) : 1978 
and add the new entry for IS 14962 (Part 2) : 2001: 


“14962 (Part 2) : 2001/ ISO general purpose metric screw threads — 
ISO 965 — 2: 1998 Tolerances: Part 2 Limits of sizes for general 
purpose external and internal screw threads — 

Medium quality’ 


[Page 1, clause 4.1.1 (a)] — Substitute ‘IS 2267’ for ‘IS 2267 : 1972” 
[Page 1, clause 4.2 (a) and (b)] — Substitute ‘IS 1068” for ‘1068 : 1993” 


[Page 1, clause 4.2 (c), lines 5 and 6] — Substitute ‘IS 1868’ for ‘1868 : 
1996’ 


(Page 2, clause 7.1) — Substitute ‘IS 14962 (Part 2)’ for “IS 4218 (Part 6) : 
1996’ 


[Page 2, clause 8.1.1 (see also Amendment No. 1)] — Substitute the 
following for the existing clause: 


“8.1.1 Each seat (if not provided with distance pieces) shall be provided with not 
less than four rubber or plastic buffers of size 25 mm x 40 mm =< 10 mm, which 
shall be securely fixed to the underside of the seat. 


NOTES: 


1 The dimension ‘10 mm’ refers to the clear projection from the base. The distance shall be 
measured as shown in Fig. 2. 
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2 Buffer size specified above is the minimum size. Buffers larger than the size specified shall be 
permitted with a provision that they do not protrude beyond the seat. 


9 
10mm 
BASE OF ry 
SEAT 
BUFFER 


Fic. 2 POSITION OF BUFFER 


(Page 5, clauses 14.3 and 14.3.1) — Substitute the following for the existing 
clause: 
‘14.3 BIS Certification Marking 


Each seat and cover conforming to the requirements of this standard may be 
certified as per the conformity assessment schemes under the provisions of the 
Bureau of Indian Standards Act, 2016 and the Rules and Regulations framed there 
under, and may be marked with the Standard Mark.’ 


(Page 6, clause A-1) — Substitute the following for the existing clause: 


‘A-1 DENSITY 
The density of the material as determined by the method given in IS 13360 (Part 3/ 
Sec 10) or IS 13360 (Part 3/Sec 11) shall be between 0.900 to 0.910 g/ml.’ 


(Page 6, clause A-2) — Substitute ‘IS 13360 (Part 5/Sec 1)’ for ‘IS 13360 
(Part 5/Sec 1) : 1996’ and ‘IS 13360 (Part 5/Sec 2 ) for ‘IS 13360 (Part 5/Sec 2) 
: 1996’ 


(Page 6, clause A-3) — Substitute ‘IS 13360 (Part 5/Sec 4)’ for ‘IS 13360 
(Part 5/Sec 4) : 1996’ 


(Page 6, clause A-4 and A-5) — Substitute ‘IS 867’ for ‘IS 867 : 1963’ 


(Page 7, clause D-2.1) — Substitute ‘IS 2556 (Part 2)’ for ‘IS 2556 
(Part 2) : 1994’ 


(Page 8, clause E-2.1) — Substitute ‘IS 2556 (Part 2)’ for ‘IS 2556 
(Part 2) : 1994’ 
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(Page 10, clause G-2.1) — Substitute ‘IS 2556 (Part 2)’ for ‘IS 2556 
(Part 2) : 1994’ 


(Page 11, clause M-2.1) — Substitute ‘IS 2556 (Part 2)’ for ‘IS 2556 
(Part 2) : 1994’ 


(CED 03) 


Publication Unit, BIS, New Delhi, India 


